EIGHTEENTH CENTURY WATER POWER 
This 18th century, water-driven grist mill 
was operated for more than a hundred years 
in the upper Clinch River Valley in northeast 
Tennessee. Before the rising waters behind 
Norris Dam inundated it, TVA engineers re¬ 
built the mill in a little valley a short distance 
below the dam. Now it grinds meal for 
tourists. 
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